AMENDMENT NO. 3 OCTOBER 2014 
TO 
IS 8009 (PART 1) : 1976 CODE OF PRACTICE FOR 
CALCULATION OF SETTLEMENTS OF FOUNDATIONS 


PART 1 SHALLOW FOUNDATIONS SUBJECTED TO 
SYMMETRICAL STATIC VERTICAL LOADS 


(Page 12, clause 7.3, line 4) — Substitute ‘IS 2131 : 19811’ for ‘IS 2131: 
19637’. 


(Page 12, Footnote with ‘t’ mark) — Substitute the following for the 
existing footnote: 


‘Method for standard penetration test for soils (first revision).’ 


(Page 15, clause 9.1.2, line 3) — Substitute ‘IS 4968 (Part II) : 1976*’ for 
‘IS : 4968 (Part III)-1977*’ 


(Page 16, clause 9.1.3, line 4) — Substitute ‘IS 1888 : 1982*’ for 
‘IS : 1888-1971*’. 


(Page 16, clause 9.1.4, line 4) — Substitute ‘IS 2131 : 19817’ for 
‘IS : 2131 - 19637’. 


(Page 16, clause 9.1.4, note) — Substitute ‘IS 2131 : 19811’ for 
‘IS : 6403 - 1971’. 


(Page 16, Footnotes with ‘*’ and ‘t’) — Substitute the following for the 
existing: 


‘*Method of load tests on soils (second revision). 
TMethod for standard penetration test for soils (first revision).’ 
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